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Introduction: 


Ganga Hospital is a leading multi-speciality healthcare hospital in Coimbatore, we take pride in 


offering comprehensive medical care across a spectrum of specialties. Join us as we delve into the 
essence of Ganga Hospital, where excellence, compassion, and innovation converge to redefine 
healthcare standards in Coimbatore. 


About Ganga Hospital: 


Ganga Hospital was started in 1978 by Dr J G Shanmuganathan and Mrs Kanakavalli 
Shanmuganathan with 17 beds and 2 Operating theatres at Ramnagar, Coimbatore. Founded with a 
vision to provide accessible, affordable, and advanced healthcare to the community, Ganga Hospital 
has emerged as a cornerstone of medical excellence in Coimbatore. With a legacy spanning decades, 
our institution has earned a reputation for its unwavering commitment to patient-centric care, 
clinical expertise, and technological innovation. 


Our Specialities 


Orthopedic Surgery: 


Orthopedic surgery focuses on the diagnosis, treatment, and rehabilitation of musculoskeletal 
conditions, including fractures, sports injuries, joint disorders, and degenerative diseases like 
arthritis. Utilizing surgical and non-surgical techniques, orthopedic surgeons aim to restore function, 
alleviate pain, and improve the overall quality of life for patients suffering from orthopedic issues. 


Pediatric Surgery: 


Pediatric surgery specializes in the surgical care of infants, children, and adolescents. Pediatric 
surgeons are trained to address a wide range of congenital anomalies, pediatric cancers, traumatic 
injuries, and other surgical conditions unique to young patients. With a focus on minimally invasive 
techniques and compassionate care, pediatric surgeons strive to ensure the best possible outcomes 
for their young patients. 


Anesthesia: 


Anesthesia plays a crucial role in modern healthcare by providing pain relief, unconsciousness, and 
muscle relaxation during surgical procedures. Anesthesiologists are highly trained medical 
professionals responsible for administering anesthesia, monitoring patients’ vital signs throughout 
surgery, and managing post-operative pain. Their expertise ensures patient safety, comfort, and 
optimal surgical outcomes. 


Plastic Surgery: 


Plastic surgery hospital in Coimbatore encompasses a diverse range of surgical procedures aimed at 
reconstructing, restoring, or enhancing a person's physical appearance and function. From cosmetic 
procedures such as facelifts and breast augmentations to reconstructive surgeries following trauma 
or disease, plastic surgeons possess specialized skills to address both aesthetic and functional 
concerns. By combining artistry with surgical precision, plastic surgeons help patients achieve their 
desired outcomes and regain confidence in their appearance. 


Neurosurgery Hospital: 


Our neurosurgery hospital in Coimbatore specializes in the diagnosis and treatment of disorders 
affecting the brain, spinal cord, and peripheral nerves. Neurosurgeons are skilled in performing 
intricate surgeries to treat conditions such as brain tumors, spinal cord injuries, stroke, epilepsy, and 
movement disorders like Parkinson's disease. With state-of-the-art technology and a 
multidisciplinary approach, neurosurgery hospitals offer comprehensive care to patients, focusing on 
improving neurological function and enhancing quality of life. 


Radiology: 


Radiology is a crucial medical specialty that utilizes various imaging techniques to diagnose and treat 
diseases and injuries. Our Radiologists in Coimbatore interpret medical images such as X-rays, CT 
scans, MRIs, and ultrasounds to provide insights into the structure and function of the body. 
Radiology departments in hospitals play a vital role in aiding diagnosis, guiding interventions, and 
monitoring treatment progress across a wide range of medical disciplines. 


Physiotherapy: 


Physiotherapy, also known as physical therapy, focuses on restoring movement and function to 
individuals affected by injury, illness, or disability. Physiotherapists in Coimbatore use a combination 
of exercise, manual therapy, and other modalities to alleviate pain, improve mobility, and promote 
overall physical well-being. In hospitals, physiotherapy departments work closely with medical teams 
to facilitate recovery and rehabilitation for patients recovering from surgery, injury, or chronic 
conditions. 


Oncology: 


Oncology is the branch of medicine dedicated to the prevention, diagnosis, and treatment of cancer. 
Oncology departments in hospitals provide comprehensive care for cancer patients, including 
medical oncology (chemotherapy, immunotherapy), radiation oncology (radiation therapy), and 
surgical oncology (cancer surgery). Multidisciplinary teams of oncologists, nurses, and support staff 


collaborate to deliver personalized treatment plans tailored to each patient's specific cancer type, 
stage, and individual needs. 


Pathology: 


Pathology is the medical specialty concerned with the study of disease processes through the 
examination of tissues, organs, and bodily fluids. Pathologists analyze biopsy samples, blood tests, 
and other diagnostic specimens to make accurate diagnoses, guide treatment decisions, and monitor 
disease progression. Pathology laboratories in ganga hospital play a critical role in supporting clinical 
care across various specialties, providing essential diagnostic information to physicians and 
healthcare providers 


